322    NONDOCKETED ITEMS

9203190384 Informs that Westinghouse rept, "Equipment Qualification Test
ReptEAGLE 21 Process Protection Sys (Environ & Seismic Testing)," WCAP-
8687,Suppl 2,E69A,E69B & E69C wilt be withheld from public disclosure per
10CFR2.790(b)(5).

HICKMAN.J.B. Project Directorate tll-2. 92/03/12. DIPIAZZA.R.P. Westinghouse Elec-
tric Corp. 6pp. 60962:001-60962:006.

9203180388 Informs that Westinghouse rept, "Noise,FauIt,Surge & Radio Frequency In-
terference Test Rept for EAGLE 21 Process Protection Sys Upgrade," WCAP-11733
will be withheld from public disclosure per 10CFR2.790(b)(5),as requested.
HICKMAN.J.B. Project Directorate lli-2. 92/03/12. DIPIAZZA.R.P. Westinghouse Elec-
tric Corp. 6pp. 60962:007-60962:012.

9203180408 informs that Westinghouse rept, "W Revised Thermal Design Procedure In-
strument Uncertainty Methodology for Comm Ed Zion units 1 & 2 Nuclear Power Sta-
tion," WCAP-12801 will be withheld from public disclosure per 10CFR2.790(b)(5).
HICKMAN.J.B. Project Directorate tll-2. 92/03/12. DIP1AZZA.R.P. Westinghouse Elec-
tric Corp. 6pp. 60961:352-60961:357.

9203180413      Informs      that     Westinghouse     rept,     "Zion     NSSS     Setpoint
Evaluation.Protection Sys Channels,EAGLE-21 Version," dtd Nov 1991 will be with-
held from public disclosure per 10CFR2.790(b)(5),as requested in util 911127 ttr.
HICKMAN.J.B. Project Directorate III-2. 92/03/12. DiPIAZZA.R.P. Westinghouse Elec-
tric Corp. 6pp. 60961:346-60961:351.

9203180464 Forwards nonproprietary response to SECY-92-030.
LIPARULO.NJ. Westinghouse Electric Corp. ET-NRC-92-3673. 92/03/06. TAYLOR.J.
Document Control Branch (Document Control Desk). 35pp. 60964:141-60964:175.

9203190027 Forwards GE Rept NEDO-32047, "ATWS Rule Issues Relative to BWR
Core Thermal-Hydraulic Stability" for review.NRG approval not requested since no
change to requirements of 10CFR50.62 being made.

BINZ.R.D. BWR Owners Group. BWROG-92004. 92/02/24. THADANI.A.C. Division of
Systems Technology (Post 890827). 2pp. 60993:262-60993:337.

-9203190029 NEDO-32047 "ATWS Rule Issues Relative to BWR Core Thermal-Hydrau-
lic Stability."

* General Electric Co. 92/02/29. 74pp. 60993:264-60993:337.

9203190031 Forwards Rev 7 to CENPD-210, "QA Program Topical Rept" & marked-up
copy of Rev 6 to CENPD-21QA, "QA Program Topical Rept."
BRINKMAN.C.B. Combustion Engineering, Inc. BRINKMAN.C.B. ASEA Brown Boveri,
Inc. LD-92-031. 92/03/12. ZECH.G.G. Performance & Quality Evaluation Branch (Post
890101). 1p. 60993:159-60993:247.

-9203190033 CENPD-210 R07 "QA Program Topical Rept."

* Combustion Engineering, Inc. LD-92-031. 92/03/12. 43pp. 60993:160-60993:202.

-9203190036 CENPD-210A R06 Marked-up copy of "QA Program Topical Rept."

* Combustion Engineering, Inc. LD-92-031. 92/03/12. 45pp. 60993:203-60993:247.

9203190297 Informs that CE-CES-129,rev 1-P, "Methodology Manual - Physics Biases
& Uncertainties," will be withheld from public disclosure (ref 10CFR2.790),per 920212
request

WIGGINTON.D.L Project Directorate IV-1, 92/03/13. GATES.G. Omaha Public Power
District 5pp. 60971:208-60971:212.

9203190328 Informs that Westinghouse rept WCAP-13194, "NRC Presentation & Wes-
tinghouse ECCS Evaluation Model for Analysis of CE NSSS & Results of Large &
Small Break LOCA Analysis..." will be withheld from public disclosure.per
10CFR2.790.

WIGGINTQN.D.L Project Directorate IV-1. 92/03/13. GATES,W.G. Omaha Public
Power District 4pp. 60971:213-60971:216.

9203190373 Informs that GE NEDC-31982P, "Fermi 2 SAFER/GESTR-LOCA" & portion
of Licensing Rept 91-150, "Power Uprate Safety Analyses for Fermi 2" will be with-
held from public disclosure (ref 10CFR2.790(b)(5)),per 910924 request.
COLBURN.T.G. Project Directorate IV-1. TAG M82102. 92/03/16. ORSER.W.S. De-
troit Edison Co. 3pp. 60971:177-60971:180.

9203200013 Forwards comments & questions re licensing topical rept NEDC-31336,
"GE Instrument Setpoint Methodology."

STRANSKY.R. Project Directorate IFI-1. TAG M64221. 92/03/11. ROBARE.D.J. Gen-
eral Electric Co. 3pp. 60999:353-60999:355.

9203200289 Forwards License Change Application 220,requesting amend to License
NPF-1 to revise RCS heatup & cooldown curves & reactor vessel matt irradiation sur-
veillance schedule.Rev 2 to Westinghouse Technical Rept WCAP-12868 also end.
CROSS,J.E. Portland General Electric Co. 92/03/13. Document Control Branch (Doc-
ument Control Desk). 2pp. 61067:229-61068:069.

-9203200285 WCAP-12868 R02 "Analysis of Capsule V from Portland General Electric
Co Trojan Reactor Vessel Radiation Surveillance Program."

CHICOTS.J.M., ANDERSON,S.LM MEYER.T.A. Westinghouse Electric Corp. 91/12/31.
171pp. 61067:257-61068:069.

9203200344 Confirms mgt meeting of BWR Owners Group Executive Oversight Commit-
tee w/NRC on 920505 in Rockville.MD to discuss BWR issues of mutual interest.RD
Binz has been asked to work w/ NRC staff to develop agenda for subj meeting.
GALLE.D.P. BWR Owners Group. BWROG-92024. 92/03/06. RUSSELUW.T. Associ-
ate Director for Inspection A Technical Assessment (Post 870411). 1p, 61108:147-
61108:147.

9203230135 Forwards GE affidavit to protect rept NEDC-31336, "GE Instrument Set-
point Methodology," dtd Oct 1986.

ROBARE.DJ. General Electric Co. MFN-070-92. 92/03/18. MCKNIGHT.J.C. Docu-
ment Control Branch (Document Control Desk). 4pp. 61062:252-61062:255.

9203230185 Forwards Rev 2 to WCAP-12868, "Analysis of Capsule V from POGE
Trojan Reactor Vessel Radiation Surveillance Program."

CROSSJ.E. Portland General Electric Co. 92/03/12. Document Control Branch (Doc-
ument Control Desk). 2pp. 61119:205-61120:021.

9203230194 Forwards proprietary info justifying adequacy of RETRAN-02 model for
plant.per 920114 meeting w/NRC to resolve issues on subj & NRC SER for DPC-NE-
3000, "Thermal-Hydraulic Transient Analysts Methodology." Encl withheld.
TUCKER.H.B. Duke Power Co. 92/03/11. Document Control Branch (Document Con-
trol Desk). 3pp. 61102:252-61102:254.

9203230259 Slide presentation entitled, "B&WOG/NRC Meeting to Discuss Indefinite
Bypass of One RPS Channel,910828."

AHMED.I. Instrumentation & Control Systems Branch. 91/08/28. 22pp. 61057:317-
61057:337.

9203230322 Advises of possible delay in replacing Inconel 600 plugs w/ 690 mechani-
cal plugs at next outage due to Westinghouse tooling configuration.Plugs to be re-
placed by 1993 outage per WCAP-12244,Rev 3,Addendum 2.
MCCOY.C.K. Georgia Power Co. ELV-03495. 92/03/17. Document Control Branch
(Document Control Desk). 1p. 61077:347-61077:347.

9203230334 Forwards nonproprietary WCAP-13038 & proprietary WCAP-13039, "Tech-
nical Justification for Eliminating Large Primary Loop Pipe Rupture as Structural
Design Basis for...." Proprietary WCAP-13039 withheld (ref 10CFR2.790).
RUEGER.G.M. Pacific Gas & Electric Co. DCL-92-059. 92/03/16. Document Control
Branch (Document Control Desk). 2pp. 61093:219-61093:325.

-9203230341 Requests that proprietary WCAP-13039, "Technical Justification for Elimi-
nating Large Primary Loop Pipe Rupture as Structural Design Basis for Diablo Canyon
Units 1 & 2 Nuclear Power Plants" be withheld (ref 10CFR2.790).
DIPIAZZA.R.P. Westinghouse Electric Corp. CAW-92-257. 92/01/24. MURLEY.T. Doc-
ument Control Branch (Document Control Desk). 11pp. 61093:221-61093:231.

-9203230343 WCAP-13038 Nonproprietary "Technical Justification for Eliminating Large
Primary Loop Pipe Rupture as Structural Design Basis for Diablo Canyon Units 1 & 2
Nuclear Power Plants."

SCHMERTZ.J.C., BHOWMICK.D.C., ADAMONIS.D.C. Westinghouse Electric Corp. 91 /
11 /30. 95pp. 61093:232-61093:325.

9203230348 Notification of 920320 meeting w/NUMARC in Washington.DC to discuss
changes needed in all industry repts to verify that assumptions & conclusions in each
are applicable to specific facility.

TANG.D.T. License Renewal Project Directorate (Post 901216). 92/03/13.
CRAIG.J.W. License Renewal Project Directorate (Post 901216). 2pp. 61057:290-
61057:291.

9203240082 Forwards nonproprietary Revs 1 to WCAP-13203 & proprietary WCAP-
13202, "AP600 Plant Description Document." Proprietary rept withheld (ref
10CFR9.17(a)(4)).

LIPARULO.N.J. Westinghouse Electric Corp. ET-NRC-92-3677. 92/03/13. MURLEY.T.
Document Control Branch (Document Control Desk). 3pp. 61183:121-61184:202.

-9203240088 Requests that Rev 1 to WCAP-13202, "AP600 Plant Description Docu-
ment," be withheld from public disclosure.per 10CFR2.790.

LIPARULO.NJ. Westinghouse Electric Corp. AW-92-284. 92/03/13. MURLEY.T. Doc-
ument Control Branch (Document Control Desk). 9pp. 61183:124-61183:132.

-9203240091 WCAP-13203 R01 Nonproprietary Rev 1 to "AP600 Plant Description
Document."
* Westinghouse Electric Corp. 92/01/31. 250pp. 61183:133-61184:202.

9203240389 Advises that WCAP-13221, "Steam Generator Tube Alternate Plugging Cri-
teria Presentation Matls," will be withheld from public disclosure.per 920214 request.
HOFFMAN.S.T. Project Directorate 11-1. 92/03/19. DIPIAZZA.R.P. Westinghouse Elec-
tric Corp. 3pp. 61068:217-61068:219.

9203250035 Speech entitled "Assessment of Thermal Fatigue Crack Propagation in
Safety Injection PWR Lines." presented at 900619 Pressure Vessel Piping Conference
in Nashville.TN.
SIMOS.N. NRC - No Detailed Affiliation Given. 90/06/19. 9pp. 61125:336-61125:344.

9203250150 Forwards Rev 1 to WCAP-10902, "Plant Specific Neutron Fluence Evalua-
tion for Zion.Units 1 & 2," in response to fracture toughness requirements for protec-
tion against pressurized thermal shock events rule rev.

LEZON.R. Commonwealth Edison Co. 92/03/13. MURLEY.T.E. Office of Nuclear Re-
actor Regulation, Director (Post 870411). 2pp. 61107:214-61107:292,

-9203250154 WCAP-10902 R01 Rev 1 to "Plant Specific Neutron Fluence Evaluation
for Zion.Units 1 & 2."

LAU.F.L., MEYER.T.A., LIPPINCOTT.E.P. Westinghouse Electric Corp. 90/11/30.
85pp. 61107:216-61107:292.

9203250290 Advises that WCAP-13138, "Steam Generator Tube/Tube Support Plate
Elevation Alternate Plugging Criterion Summary," will be withheld from public

disclosure.per 920109 request
HOFFMAN.S.T. F

. Project Directorate 11-1. 92/03/19. DIPIAZZA.R.P. Westinghouse Elec-
tric Corp. 2pp. 61086:064-61086:065.

9203250320 Provides revised response to Bulletin 88-008 re thermal stresses in piping
connected to RCS.Nonproprietary WCAP-12388 & WCAP-13245 & proprietary WCAP-
12387 & WCAP-12425 repts encl.Proprietary repts withheld.

CHRZANOWSKI.D. Commonwealth Edison Co. IEB-88-008. 92/03/16. MURLEY.T.E.
Office of Nuclear Reactor Regulation, Director (Post 870411). 17pp. 61106:010-
61106:117.

-9203250323 Requests that WCAP-12387, "Evaluation of Thermal Stratification for
Byron & Braidwood Units 1 & 2 RHR Lines" be withheld (ref 10CFR2.790).
LIPARULO.N.J. Westinghouse Electric Corp. CAW-92-277. 92/03/10.  MURLEY.T.
Document Control Branch (Document Control Desk). 12pp. 61106:027-61106:038.

-9203250328 Requests that WCAP-12425, "Evaluation of Byron & Braidwood Units 1 &
2 Auxiliary Spray Lines Per NRC Bulletin 88-008" be withheld (ref 10CFR2.790).
LIPARULO.NJ. Westinghouse Electric Corp. IEB-88-008. 92/03/10. MURLEY.T. Doc-
ument Control Branch (Document Control Desk). 11 pp. 61106:039-61106:049.

-9203250334 WCAP-12388 Nonproprietary "Evaluation of Thermal Stratification for
Byron & Braidwood Units 1 & 2 RHR Lines."
STRAUCH.P.L Westinghouse Electric Corp. 89/09/30. 46pp. 61106:050-61106:094.

-9203250338 WCAP-13245 Nonproprietary "Evaluation of Byron & Braidwood Units 1 &
2 Auxiliary Spray Lines Per NRC Bulletin 88^)08."
STRAUCH.P.L Westinghouse Electric Corp. 92/02/29. 24pp. 61106:095-61106:117.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